M 

MQAC CA . MANAGEMENT TEAM ASSESS^ 

Wednesday CMT - Telephonic Assessment 



tespondent: f~k}MMnnd ; <5-. SiZl/en Case Number: *3-Ott - 1*511 



Date 



Staff Al 



Clerk: 



Burger, Clower, Concannon.^ldersJBreen. Johnson. Pattison. Tobin 
Harvex Hensley, Hopkins Paoe. Robins, Ruiz. Sen . 



Panel 



Staff Present:: ED. ISU. PM, 
Staff Attv, Disc Mgr. Other 



Cullen, Andison 
Dore, Gotthold 




Kitten, Mewmac 
i, McLaugRIifT 



Kramer, Bucci 




rjBT1 - Advertising that is a 
technical violation 


□ BT7 - Insufficient information 


OBT12 - Profession-Specific Threshold . 
Explain: 

a) Violaling confidentiality 

b) Inappropriate delegation to unlicensed person that does 
nol involve invasive procedures or piercing of skin (e.g.. 
RN instructs NA to apply skin cream) 

c) Failure to supervise resulting in no harm or minor harm 
to a patient 

d) Isolated incidents which suggest little or no patient harm, 
not likely to reoccur 


UBT2 - Aged or ouldated 
'complaints 


QBT8 - Issues which have been 
-otherwise resolved. 
Explain resolution: 
(Detail corrective action: practitioner 
is already revoked; ongoing 
monitoring, etc.) 


□ BT13 - Referral to another program or agency 


CJBT3 - Billing and fee 
disputes except as designated 
by disciplining authority 


□BT9 - Lack of complaint credibility 


□BT14 - Risk minimal, not likely to reoccur 


□BT4 - Communication and 
personality issues 


□BT10 - No Jurisdiction- 
/ 


□BT1 5 - Time practice on an expired credential for a period 
of time accepted by the disciplininq authority 


LtBTS - Complainant withdrew 


QBT11 - No viotation at the time the 
event occurred 


□BT16 - Unidentified complainant, client or patient name 
and no allegations of significant harm or potential harm 


LJBT6 - If allegations are true, 
no violation of law occurred 




Further explanation (if any): 



B. SCOPE OF INVESTIGATION AUTHORIZED: □ Entire complaint □ Limit investigation □ Focus investigation 
Notes: . - ' 'J_ : . 

C. PRIORITY □ A (risk of immediate danger) □ B (serious risk) □ C (moderate risk □ D (minor risk) □ E (technical violations) 

D. SEXUAL MISCONDUCT CASES: Refer complaints of sexual misconduct to the Secretary when the case does not involve clinical expertise or 
standard of care issues. (If the panel cannot tell if clinical issues exist, the panel may request the investigator contact the complainant or keyy/itness) 

O Panel finds there are clinical issues, do not refer Q No clinical issues, refer case to Secretary O Contact complainant or witness for more Info 

E. CLOSED AFTER INVESTIGATION 



(J Application investigation only - Panel-decides to grant without conditions 


l_| A 1 -Care rendered was within slandard of care 


Q A7-Mistaken identity 


□ A2-Complainant wilhdrew- 


□ A8-N0 Jurisdiction 


□ A3- Unique closure (panel must explain) 


□ A11-No Whistleblower 


O A5- Evidence does not support a violation 


O Al2-Risk minimal, not likely to reoccur ' 


Further Explanation: 
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GUIDE FOR CLOSURE CODES- 
June 2010 





Closure 


Description 




Application 


Decision to grant an unrestricted license*^ 


A-1 


Care rendered was within standard of care 


The evidence establishes that the respondent met or exceeded the standard of 
care. 


A-2 


Complainant withdrew complaint 


The complainant withdrew the complaint, and the complainant's testimony is 
necessary to meet the burden of proof. 


A-3 


Unique closure 
(Panel must explain) 


Any concerns regarding Respondent have been resolved through corrective 
action, license revocation, suspension, or olher means. 

• Respondent died. 

• Other circumstances (explain): 


A-5 


Evidence does not support a violation 


• Cannot establish by clear, cogent, and convincing evidence that 
Respondent violated any UDA provision. 

• Includes situations where the investigator was unable to obtain all 
material evidence. 

• Despite the evidence, the alleged misconduct does not constitute a UDA 
violation. 


A-7 


Mistaken Identity 


Case opened under the wrong respondent's name. 


A-8 


No Jurisdiction 


Respondent is not licensed in Washington, has never been licensed in 
Washington, and is not applying for a license in Washington. 




No Whistleblower Release 


Complainant would not sign a whistleblower release AND the complainant's 
identity is necessary to prove a UDA violation. 


^-12 


Risk Minimal- Not likely lo Reoccur 


There is sufficient evidence lhat Respondent violated the UDA, but the 
evidence indicates thai (a) the violation is not likely lo reoccur and (b) closure 
poses no more than a minimal risk to the public. 



zdan guideclosecode revised pjhOS2 1-2010 
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MQAC REVIEW 
Case Number: 2011-157169 



Date; June 9, 2011 

Presented by: George Heye, MD 



Respondent: HAMMOND, G. STEVEN, MD Snohomish County 



Complainant: 



3 - Identity - Whistleblower rega. . 



CASE SUMMARY 



The Respondent : 

Board Certified: Int Med; Endocrinology 

DOB: 7/6//1951 

Licensed since: 5/17/1988 

Expiration dale: 7/6/2011 

Medical School: University of Texas Galveston 

Residency: UC Davis'SS-'SS 

The Complainant : The complainant is an inmate incarcerated in Monroe. 
Malpractice Settlement: 

The Complaint : An inmate writes that the DOC medical system does not provide adequate care 
for the cataract and glaucoma of his left eye and the infected scotoma and floaters on the right 
eye following a cataract surgery. 

(This is the fourth complaint MQAC has received in 201 1 from this complainant. All the 
complaints are the same as the above complaint. The other cases are: 

153222 Intake on 1/26/1 1. Respondent: PA. Closed BT at CMT 

155597 Intake on 4/13/11. Respondent: Med Unknown. Closed BT at CMT 

1 56876 Intake on 5/27/1 1 . Respondent: MD (not the respondent). Opened to investigation at 

CMT) 

RCM Review 



Prior Cases : 

2009- 135141 - A DOC inmate complains that the pain from his Osgood-Schlatter's disease has 
been inadequately addressed and treated. He also complains that he has not been offerred an 
alternative to milk and eggs which he says he is intolerant to. He feels he should be provided 
soymilk and tofu and that he should be evaluated by a dietician. 

C/oseo* Below Threshold (not investigated). 

2010- 146659 - The mother of a DOC inmate writes that on April 1, 2010 her son undenwent 
shoulder surgery for bone cancer (osteosarcoma). The patient apparently had some post 
operative drainage that was culture positive for MRSA. The patient was initially treated with 
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clindamycin but then that was stopped when it was found that the MRSA was resistant. The 
patient was then not treated with another antibiotic. Also she says her son was never told that 
he had an MRSA infection. The patient also is suffering from severe abdominal pains which the 
medical staff attributes to indigestion. The mother thinks that the pains may be related to the 
MRSA speading to her son's abdominal organs. 

The mother says that her son had had MRSA infections in the past, prior to the April 1 sl 
surgery but that the medical staff did not do cultures on him before the surgery to see if he still 
had MRSA. 

Respondent 659 is named because he is the Medical Director of DOC. Respondent 660 is the 
Medical Director of the facility where the patient is confined. 661 is the doctor who discontinued 
the clindamycin and told the patient he did not need additional antibiotics. 662 is the shoulder 
surgeon who did not do any pre-operative MRSA screening. Respondent 663 is a DOC staff 
practitioner who noted that the patient's culture came back positive for MRSA but then made no 
other comment or plan to address the issue. 
Closed NCFA. 

2010- 149674 - An inmate writes that the DOC will not approve surgery for a Dupuytren's type 
contracture of the small finger of his left hand. The patient has been diagnosed with post polio 
syndrome involving his right arm. He was evaluated by an orthopedic specialist in December 09 
who indicated that the options for the left hand were to do nothing or to do surgery but in any 
case the was no rush to do anything. The DOC CRC committee in February 2010 decided that 
the inmate's condition did not meet medical necessity as defined in the DOC Offender Health 
Plan. The complainant encloses, among others, the orthopedic consultation as well as letters 
that went between his attorney and the respondent DOC medical director. 

Closed No Jurisdiction (not investigated). 

2011- 152805 - In 2009 the complainant was approved for medicinal use of marijuana. He was 
subsequently placed on one year community supervision in Benton county. The respondent 
DOC physician informed the complainant that he could not use the approval card any longer. 
The complainant says that the respondent has never seen or examined him so for him to take 
the action he did boarders on malpractice. CLOSED BELOW THRESHOLD (NOT 
INVESTIGATED), 

Recommendation: 
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MEDICAL QUALITY ASSURANCE COMMISSION 

CMT 

Review of Cases 



CMT DATE/ 
Panel Members/ 
Decision: 



MQAC CMT - JUNE 15, 2011 

Richard Brantner, MD, Chair 

Elten Harder, PA-C 

Terri Elders. Public Member 

DECISION: CLOSED PRIOR TO INVESTIGATION 



Case No.: 



The attached pages were reviewed: 
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MQAC REVIEW 
Case Number: 2011-157169 



Date: June 9, 2011 

Presented by: George Heye, MD 



Respondent: HAMMOND, G. STEVEN, MP Snohomish County 



a j n a n t '. 3 - Identity - Whistleblower rega. 



CASE SUMMARY 

The Respondent . 

Board Certified: Int Med: Endocrinology 

DOB: 7/6//1951 

Licensed since: 5/17/1988 

Expiration date: 7/6/2011 

Medical School: University of Texas Galveston 

Residency: UC Davis'83-'88 



The Complainant : The complainant is an inmate incarcerated in Monroe. 
Malpractice Settlement: 

The Complaint : An inmate writes that the DOC medical system does not provide adequate care 
for the cataract and glaucoma of his left eye and the infected scotoma and floaters on the right 
eye following a cataract surgery. 

(This is the fourth complaint MQAC has received in 201 1 from this complainant. All the 
complaints are the same as the above complaint. The other cases are: 

153222 Intake on 1/26/11. Respondent: PA. Closed BT at CMT 

155597 Intake on 4/1 3/11. Respondent: Med Unknown. Closed BT at CMT 

1 56876 Intake on 5/27/1 1 . Respondent: MD (not the respondent). Opened to investigation at 

CMT) 

RCM Review 



Prior Cases : 

2009- 135141 - A DOC inmate complains that the pain from his Osgood-Schlatter's disease has 
been inadequately addressed and treated. He also complains that he has not been offered an 
alternative to milk and eggs which he says he is intolerant to. He feels he should be provided 
soymilk and tofu and that he should be evaluated by a dietician. 

Closed Below Threshold (not investigated). 

2010- 146659 - The mother of a DOC inmate writes that on April 1, 2010 her son underwent 
shoulder surgery for bone cancer (osteosarcoma). The patient apparently had some post 
operative drainage that was culture positive for MRSA. The patient was initially treated with 



338 



HAMMOND, GEORGE MD_201 1-157169 PAGE 6 



• 



clindamycin but then that was stopped when it was found that the MRSA was resistant. The 
patient was then not treated with another antibiotic. Also she says her son was never told that 
he had an MRSA infection. The patient also is suffering from severe abdominal pains which the 
medical staff attributes to indigestion. The mother thinks that the pains may be related to the 
MRSA speading to her son's abdominal organs. 

The mother says that her son had had MRSA infections in the past, prior to the April 1 s( 
surgery but that the medical staff did not do cultures on him before the surgery to see if he still 
had MRSA. 

Respondent 659 is named because he is the Medical Director of DOC. Respondent 660 is the 
Medical Director of the facility where the patient is confined. 661 is the doctor who discontinued 
the clindamycin and told the patient he did not need additional antibiotics. 662 is the shoulder 
surgeon who did not do any pre-operative MRSA screening. Respondent 663 is a DOC staff 
practitioner who noted that the patient's culture came back positive for MRSA but then made no 
other comment or plan to address the issue. 
Closed NCFA. 

2010- 1 49674 - An inmate writes that the DOC will not approve surgery for a Dupuytren's type 
contracture of the small finger of his left hand. The patient has been diagnosed with post polio 
syndrome involving his right arm. He was.evaluated by an orthopedic specialist in December 09 
who indicated that the options for the left hand were to do nothing or to do surgery but in any 
case the was no rush to do anything. The DOC CRC committee in February 2010 decided that 
the inmate's condition did not meet medical necessity as defined in the DOC Offender Health 
Plan. The complainant encloses, among others, the orthopedic consultation as well as letters 
that went between his attorney and the respondent DOC medical director. 

Closed No Jurisdiction (not investigated). 

2011- 152805 - In 2009 the complainant was approved for medicinal use of marijuana. He was 
subsequently placed on one year community supervision in Benton county. The respondent 
DOC physician informed the complainant that he could not use the approval card any longer. 
The complainant says that the respondent has never seen or examined him so for him to take 
the action he did boarders on malpractice. CLOSED BELOW THRESHOLD (NOT 
INVESTIGATED), 

Recommendation: 



339 



HAMMOND, GEORGE MD_201 1-157169 PAGE 7 



UNITED STATES DISTRICT COUST MPr\tr* nc HUH 

EA3TSBS DISTRICT OP WASflMaTOa 



3 - Identity - Whistleblower regarding h.. 



) 

•j i;* In til J; ) Radical X«l &mct Icq by 

v. ) nealthcara rrov Iders. 

Jtarvany linni'vond , h t i>, Chief ) Cace 

Op^iaAiboaffi.iltjttai Jan,; Doe ) 

He fa 3 -:i:i>3 1 ( s } ) (CI «r It's ^crion required) 

Deiandaat'a atldraas RECEIVED 

Coyote siielafc Correction Center J(J|\J 07^011 

3'3'jt Sort!) :Lp;-.sir:?ta Avii. . rVJ, »5oO"/.Vi DEPARTMENT OF HEALTH 

MEDICAL COMMISSION 

C' o n n e i i , -i A , » y 3 lf> 

I, tJio miclarsi.t cofftuUiinHtit statfl tru* £o.l !.ofe- Liu* t 4 j Erii*t 

Qad contact r,o the bast of koowladae ami belief. On or about 
the ^5tri Sfij 1 of ^ay, £011, in county t xn the Olstrtct of 

Coiasifcl 1 1 def oniionc(a) t ri id— —violate tac Supremo Court rultn;; 
C abt '"Ogl i luaracs i n3 i £ f r : renc § to &«rloua st^dtc*! i;ee;is of priacm- 
ar's 11 Is cruel and unusual ?uni«!)H?qci Uot^Jlle ¥■ Ga*abl*, 42^ 
U.S. 97« 104 (197&). The coiBfjlaifti. aliuH^t; fact^ cam st^to 
Cor, ?. t i tiit ion* I ctsitra un.-lfsr chip tte^d'jr J . 

"Prlidn off ictni.3 ire obltfiatod und^r t ; i-? Ki.v'tri .Attl^.^c^- , '^^'^.v^•. 
to provide prlaotiers wit'ii adequate raeUlcial cara. { f \i.y yriaciplo 

ro-Mr^l'ijis of whether the Radical ear -a i :s proviso l;y 
the ■ ! jov<5rri?**sita.l any ioyse ' -s or by private ^ftdicai staff un>1*r 

page 1 
340 
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contract witft irui : : ',ovt.T.i.:ijiU. 

;»e L ihoi'oci Jnti t tiore-.-.c* to e t r i o y # ^^'Uic I r»oc •:)-;•; <-C , i 
s-onsr canatituc*> t;si> ' iirujoc.^yai y a. 1 *"! ./a at; on lftf lict. ion of 

be i.i af tii-4.r. tho :le« i t hears* f»rovi<iera '^fi-'.w o: f an-.i c Lyre^r-ieo 
a du!)» Ciiiiciai riiiv: of soi'lo*.* T i a r sj. to t:u» plaint': T r s h^.iil- » 
( 'i' r o k 3 1 3 c u cot? i- & n u 4 3 ■> 1' .? f 3 n .'7 •> ? . 

Ir. violati oi> :: Tic 1* iS Uuitcy Htdtye Co<ir , :3fCt t.or- Vi;i.v 
1 further atHttj Lhtiz i ua cosiiiaiaarn. that t'iiis cm- 

ylii/ic if bg»ys?i3 v?a» I o«* 1 a g facts: 

The Idv;j iiavu Ion;; acc^iitcse chat prison p>uett ijn.«v?.'j> .for 
your -aetilcil c;:f3, Splcor v. Williams, 191 4-2 7, 132 ;5.£„ 

291, 293 (1526). it 1.5 but .jMri: that the public ive require 

It la but jyjac t'ist the public l*s retjtflr&d to car* ?->r 
tlie pri ja&er t who cannot, by r'jaaatt o5~ ch« clti^rltf;iE ion a 'i 'a is 
libory, care £oi= himself. 

In the 1 a u ;! r:ia r o£ F.ttejtie 1? • bauble, t'fia 'Jncic-ti jtstss 
3upre/aft -Court coijclu-itd tiioc me J 1 c/iire is ii uui:£iitl-'jr; of 
conf i.ie.jyft'. c lia t ly ytoivct'Oi ->j It he Sly he. 1- : A advent guaranty 
ti^ain^t cr-jf.'.! stid unusual puniu'.Ksen c • ^29 "J.3* 97, 97 ii.Ct. 
283, SOc L.£d. 2d 231 (1976). Tfus Su^reae Court l^udi ica'Il 
?iel(i chat iayUicjl CJira i'i a condition ol -coui inestdnc th^t is 
profcectoii by ct-a fUn^t's Afsondrien c ■ lield that "deliberate Indift 

ancfi" to aericus nodical needs of prisoners constitute tha 
unnecessary and wanton infliction oi pain" which ti\o fcigiith 

341 

HAMMOND, GEORGE MD_201 1-157169 PAGE 9 



A repent .iust prohibit. id. afc 10* (citing GfdSS V* George, 

U.S. 135, 167-173 (1976), Tnt silaiatl£f t« iavalrad with 
m vistaa of tatarzac!; au'J ^ltiucosa maiiif esc.itioa on the left 
6y« .an -J i:if jcfy.i =:->M.„ r ! i rs f laacsr? on th" rJ. : :'it it* after 
a caefirscj sar^er? . h.-i.s a vision an t'.m rifi^t eloudsd with 

thf scotc-sj ^nfi i"l:iat*r3 ^ 3 ic i rj ^ if difficult -O s'-'s :it ttaaa. 
Ho ci!>Bo? 3<«v- cot o; M.; t aye tf>j* to the Katorint t:-!:;slr«d 
vision. 

X ;Uib-itt.ei .i eul'.htire Ice to C. :■> t e v a « s - ! fnrr;?30ivi , Hl« 
. 't,U. tf.:i.*. cf'ifef wdic.il officer of. iesJCh lie rv teat; -on to/ 10/ 
20il« which v.iy coa>?.'ii4?ff &nti a^vcrsii to by £*se =-I . suitor, 
M.l). in linni'ji, i^o-.'. a "if rnsi^rinriaii &y tel.Xiru- ri$ to pts y for 
t'i* *y« jyeri.tlor. -vysul ?*• t : i iB is net <•? opthalnolostat -and does 
not work I nt art- a «ptha 1 toIo$ t , 'J jt u regular s»odtc«l physi- 
cian to !r,ai:a ftny iirrj.Iictioiis and dictate whe_t I ehoold or ahold 
noc dp« 

rretsridd.it Prison ^oic*? pravidar hove a policy o£ reatrst fl- 
ing if hot yytri^hc .l'jnyliia* £ollow-u? ordered ii? a doctor 
uJwa iiuch cost are si "i sum t". 1 v o . 

i'h*? i ; risc:i '!2dic<sl Profl-Jor (J* 1 ??) diss) is .sod s par c icu'l-sr 
prisoner ' « complaint of ssrioua r-iadlciJ needs tv» s fit- ground*:* 
tnat tho trt^usiasD cf hi* ^robl?» van na* "aerious to lay 
peson" utatins that t could .*oe clearly 23 fcot a a a personal 
parti ^rtj auc that tiioy provided no srparc taatimtfijy about 
eor loudness of inaatea conditlon.-a. 

page 3 
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"i'iio iei'enr.iant f S sryna that the: inna_tc j, 3 'Jtftfic^l problem 
13 rrfjt serioua fcecaiiftts it cits <>e cor facte;! t/isr. a atonocZ*! or 
apactabltf, th? vile int i ? f 1 a "jedical condition is a. asoni f ostat ton 
ay two zlau coc.ii , ; ,i rilfffrasc of t h * 6jr«f starred by iacraaocJ i>r as- 
sure within the eye ball that car rusult in dasmge to t ii e. dia> 
and gradual loss o)T Tlaior,, wrdle a cataract In tho clouding 
of 'the lens of Che <sye or its su r rou nd 1 n js transpiirent ^cmbr-i ncs 
that- ohfitructs the pastas*? of light, 93 a CttteractiatiH conditions 

Thay made no effort to correct the rconoclo or spectacle 
£or 'a proper viaion u-ains these spectacles and had fcrcusctf 
entirely on the rae.fiaureaents of the circuaf eronca of the pupil 
aivd nothing alau , ulbeit I hive enquired about the eya al&ssofi 
proper focus which was ignored with an set of callousness b y 
tha pro-claiood opthal&o log.i at J ana 

Whenever, I enquired about this she got obnosioua with 
my when X ssirf, "this is setting tirosone antl nothing else is 
being dono under a yronioa to lanes the glaucoma and clean the 
acotosja and floatsrs a« thay said In their last visit 7 rconcha 
ago, hack in Movorubar, 2010 and hart reneged on that .statement 

Th.ifJ psua-Jo— e ye doctor sa^e 3 threatened atateaent bp toll- 
ing that T had refused to take any radical cant an til taht 
i con (jo ahasd antJ so blinded and that uhe is to tell the doctor 
0, Stevens Hasa&ond to stop 37 oys? drops and suspend ray treatment 
for rat* J! 

page 3 
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A physician-patient relationship arisen whan a ioctor unrfsr- 
tapC^s to rond«sr nodical services in roaponsa to an eapress 
or implied requests for services by th# pntiant or by the pat- 
tents* guHrd I a !! . A 'joctor is not ret; \x i r«;i to accept yvery 
patient. Onca the priyg i ci an-y>at ier.t ra l.a r. inosh 1 p eiista, now- 
over, the doctor cannot v/i t hdraw Hit villi , Normally, a doctor 
do^d not warrant or promise a particular curs or other result. 

If a warrant or proalse la given the patient has a breach- 
of-warronty or broacft-of-contraot action against tho doctor 
if the result or euro ia not produced. 

Although, doctors are unttarstaudnal y reluctant to jilvtJ 
e*preaa guarantoors, they taoinot i-Ties use? lengua&o to their pat- 
ients that it court will interpret as a paraateo* Such lanjju- 
ag.e could be interpreted 03 a uroa.is? to cure. Tf tho patient 
is dot cured, a breach of contract action asay be auccoaaf-ul 
against tho doctor ovan if the doctor was not ae$li (jont ia ppr- 
30f<aing tho operation . 

Doctors can coste.it a battery if thtrjr tfiike physical contact 
wttli -a part of the patient's body without: consent or beyond, 
the consantod provided by the puient. v oat cases, hosfevor, 
6fe decided under e ne^li^encs theory. 

Sow much information on the benefit enst ri.sk or a proposed 
treatiasnt aust a doctor provide a patient? A doctor nuat din- 
cloae information on tho risks and b<3rnj£ita of a propo^od trest- 

page 5 
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r^ent that a raastuta hist patient vitb tha jationt's condition 
uoulJ wish to know, 

Medical Balpr»cttce ta often one of tr>o raalor areas of 
;'i tort y r <) c 1 1 c e , it consists o £ yrofejjloml aisconduct or 
wrongdoing by sseJlcal practitioners such a a doctors* 

A disciplinary proceeding as an action brought to reprimand 
, auspenfii or tispel a licensed professional or othar nsrions 
froa a professions or other ^roupe becauuo of unprofessional, 
unethical, iaproper, or illegal contact. because the actions 
o£ the action of this opthalraotogist Fahey Mauruen i . (CD) , Is 
that is wno it is then it'** an unprofessional *sct and violates' 
u aandator? regulation statins the taini.Tiuin level oJ professional 
conduct that a professional ajuat sustain to avoid being subject 
to disciplinary actios* 

To the beirt of my knowlege this la based on facts and I 
aa aufforelna painful Ideals from not being able to sae due 
to the manifested Ions. 

Date'4 05/26/201 1« S ecpoctfully submitted, 

3 - Identity - Whistleblower regarding health care provider - RCW 42.56.510, RC... 
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Case View Screen 



Case View Screen [update] 



Page 1 of I 



Case 
Status 



201 1-157169 (PUBLIC) 
Intake 



Respondent ID 

Respondent 

Credential 



448352 

GEORGE STEVEN HAMMOND 

MD.MD.00025487 



Complainant ID 924275 
Complainant 1 3 - identity 



Comments: 

• Priority History 

• Other Participants 

• Resolution 

• HIPDB Reports 

• Action Items 



Date Created 
Date Received 
Receiving Board 
Receiving Profession 
Receiving Department 
Received By 
Alleged Issues 
Patient Care 
Case Nature 

Standard of Care/Services 



06/09/201 1 
06/09/201 1 
COMMISSION 

Physician And Surgeon License 
Case Intake 
Vicki 1 Creighton 



Audit 

Entry Item: 
Document: 
Notes 
Master Ca: 
Participan 
Add Maste 
Timeline H 



Priority History [add] 



Date Priority 



Priority Reason 



Decision Maker 



Decision Date 



Comment 



COR U 



Other Participants [add] 



No additional participants found 
Resolution [update] 



Department: Case Intake 

Worker: Vicki I Creighton 
Date Closed: 



Found Issues 
none 

Resolution 
none 



Resolution Notes: 

Current HIPDB Reports 
Type 

No HIPDB Reports found for this credential. 



Submission Date 



Status DCN Case I 



Action Items [add] [add group] 



Type 



Assigned To 



' Intake Case Intake, Creigr 
Target: GEORGE STEVEt 
Warning: Warning Type: 

Warning Effective I 
Suppress License | 
Status Changed Ti 
Complaint Source | 
Possible Imminent 
Danger? i 



Case Status 
Action Info 



p-, Ctrnipldimii'T 



Order Signed Created r 



06/09/2011 Creighton, 



http://elicense/caseView.asp?CaseIdnt= 172229 
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AMERICAN 

MEDICAL ^ 

ASSOCIATION 



A MA Physician Profile 



Name and Mailing Address: 



Primary Office Address: 



GEORGE STEVEN HAMMOND MD 



1 - DOH Licensee He... 



7345 LINDERSON WAY SW 
TUM WATER WA 9850 1 -6504 



Phone: 



l -360-725-8700 



Birthdate: 07/06/1951 

Birthplace: AMES, IA UNITED STATES OF AMERICA 
Physician's Major Professional Activity: ADMINISTRATION 

Practice Specialties Self Designated by the Physician*: 

Primary Specialty: ENDOCRINOLOGY, DIABETES & METABOLISM 

Secondary Specially: INTERNAL MEDICINE 

'Sell-Designated Practice Specialties/Areas ot Practice (SDPS) listed on the AMA Physician Profile do not imply "recognition" or 
"endorsement" of any field of medical practice by the Association, nor does il imply, certification by a Member Medical Specialty Board of 
the American Boani of Medical Specialties, or that the physician has been trained or has special competence to practice the SDPS. 

AMA membership: MEMBER 



All Information from this Point Forward is Provided by the Primary Source 



Current and/or Historical Medical School: 



UNIV OF TX MED BRANCH GALVESTON, GALVESTON TX 77550 



Degree Awarded: 



Yes 



Degree Year: 



1983 



AMA Files Checked 6/9/201 1 1 1 :45:05 



Profile for: George Steven Hammond MD 
®20l I by the American Medico] Association 
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AMERICAN 
MEDICAL \ 
ASSOCIATION 

AMA Physician Profile 

Current and/or Historical Post Graduate Medical Training Programs Accredited by the Accreditation Council for 
Graduate Medical Education (ACGME1: 

Future training dales, as reported by the program, should be interpreted as "in progress" or "current" with projected date of completion. If the 
training program indicates thai training for a physician in a particular specialty was not completed at their institution, the training segment will be 
identified as "INCOMPLETE TRAINING': 

Institution: UNIV CA DAVIS MED CTR State: CALIFORNIA 

Specialty: INTERNAL MEDICINE 07/1983 - 06/1984 

(VERIFIED) 



Institution: UNIV CA DAVIS MED CTR " State: CALIFORNIA 

Specialty: INTERNAL MEDICINE 07/1984- 06/1986 

(VERIFIED) 



Institution: UNIV CA DAVIS MED CTR 
Specialty : INTERNAL MEDICINE 



State: CALIFORNIA 

07/1986 - 06/1988 
(VERIFIED) 



Note: If you have discrepant information, please submit o Request for Investigation to the AMA so Ihut we may verify the informntion with the 
primary sourcc(s). Sec the last page of this Profile for Instructions on how to report a data discrepancy. 



Current and/or Historical Medical Licensure: 



Jurisdiction 

WASHINGTON 
CALIFORNIA 



MD/ 
DO 

MD 

MD 



Date 
Granted 



Expiration 
Date 



05/17/1988 07/06/2011 
07/02/1984 07/31/1989 



Status 

ACTIVE 



License 

lies 

UNLIMITED 



INACTIVE UNLIMITED 



Last 
Reported 

05/20/201 1 

05/16/201 1 



Note: When the specific month and day arc unknown, the dale will display the default value of "01." Not all licensing hoards 
maintain or provide full date values. Please contaci the appropriate licensing board directly for this informalion. 
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AMA>£ 



AMERICAN 
MEDICAL 
ASSOCIATION 




AMA Physician Profile 



Current and/or Historical NPI Information: 



NPI Enumeration Deactivation Reactivation Replacement Last Reported 

Number Date Dale Date Number Date 



1255364618 



07/09/2006 



NOT RPTD 



NOT RPTD NOT RPTD 



06/03/2011 



ECFMG Certfication: 
Applicant Number: 

Note: The Educational Commission tor Foreign Medical Graduates (ECFMG) applicant identification number docs not Imply 
current ECFMG certification status. To verify ECFMG status, contact the ECFMG Certification Verification Service in 
writing at P.O. Box 13679. Philadelphia, PA 19101. 

Federal Drug Enforcement Administration: 

* Only the lasl three characters of active DEA mimber(s) are displayed. 



PEA Number * 

XXXXXX514 
Address: 



Schedule 

22N 33N 4 5 



Expiration Dale 

10/31/201 1 



1 - DOH Licensee Health Professional home address and/. . . 



Last Reported 

05/06/20! I 



Note: Many states require their own controlled substances registration/license. | Please check with your stale 
licensing authority for requirement information as the A MA docs not maintain this information. 



Specially Board Certificalion(s)*: 

Specialty Board Ccrtification(s) by one or more of the 24 boards recognized by the American Board of Medieal Specialties 
(ABMS) and the American Medical Association (AMA) through the Liaison CommiMee on Specialty Boards, as reported 
by the ABMS; 

The AMA Physician Profile has been designated by the ABMS as an Official ABMS Display Agent of Member Board 
Certification data. Therefore, the ABMS Board Certification information on the AMA Physician Profile is considered a 
designated equivalent source in regard to credentialing standards set forth by accrediting bodies such as the Joint Commission 
and National Committee for Quality Assurance (NCQA), 

Certifying Board: AMERICAN BOARD OF INTERNAL MEDICINE 

Certificate: ENDOCRINOLOGY AND METABOLISM 

Certificate Type: SUB-SPECIALTY 

Duration Effective Expiration Reverification Occurrence Last Reported 

LIFETIME 1 1/07/ 1 989 INITIAL 05/05/2011 
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AMERICAN 
MEDICAL 
ASSOCIATION 

AMA Physician Profile 

Certifying Board: AMERICAN BOARD OF INTERNAL MEDICINE 

Certificate: INTERNAL MEDICINE 

Certificate Type: GENERAL 

Duralion Effective Expiration Reverjficalion Occurrence Last Reported 

LIFETIME 09/10/1986 INITIAL 05/05/2011 

Note: For certification dales, a default value of "01" appears in the day or month Held If data were not provided to AMA. Please contact the 
appropriate specially board directly for Ihis information. (**) Indicates an expired certificate. 

*This information is proprietary data maintained In a copyrighted database compilation owned by the American Board of Medical Specialties. 
Copyright 201 1 American Board of Medical Specialties. All right reserved. 



Medicare/Medicaid Sanctionts): 

TO DATE, THERE HAVE BEEN NO SUCH SANCTIONS REPORTED TO THE AMA BY THE DEPARTMENT 
OF HEALTH AND HUMAN SERVICES. 

Other Federul Sanclion(s): 

TO DATE, THERE HAVE BEEN NO FEDERAL SANCTIONS REPORTED TO THE AMA BY ANY BRANCH 
OF THE US MILITARY, THE VETERAN'S ADMINSTRATION OR THE US PUBLIC HEALTH SERVICE. 

Addilional Information: 

TO DATE, THERE IS NO ADDITIONAL INFORMATION FOR f HiS PHYSICIAN ON FILE. 

The content of the AMA Physician Profile is intended to assisl with crcdentialing. Appropriate use of the AMA Physician Mostcrfile data 
conlaincd on this Prorilc by an organization would meet the primary source verification requirements of the Joint Commission and the American 
Accreditation HcalthCare Commission/URAC. The Physician Mastcrlile meets the National Committee for Quality Assurance (NCQA) 
standards for verification of medical education, post graduale medical training, board certifies I ion, DEA status, and Medicare/Medicaid 
sanctions. 



If you note any discrepancies, please log onto our web site (hltp://\vww, amo-assn.org/go/amaprofilcs) and go to the order detail page, select the D 
following the physician's name and enlcr the dam in question. Or you can mark the issues on a copy of the profile and mail or fan to: 

Division of Database Products and Licensing 

Ann: Crcdentialing Products 

515 N. State Street 

Chicago. IL 60654 

800- 665-2882 

3 12 464-5900 (fax) 

If you have questions or need additional information, please call the AMA Profile Service customer support line 
al 800-665-2882. 
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Credential View Screen 



Page 1 of 1 



Credential View Screen [update] 



GEORGE STEVEN HAMMOND 

Address: 

<? Public O Mail C Renewal Mail 



[change public address] 

RFORRF STFVFN HAMMOND 



1 - DOH Licensee Health Pro... 



448352 



ID 

Warnings 
SSN/FEIN 
Contact Standing 
Contact Type 
Birth Date 
Public File 
Mailing List 

. . . • ■ HAMMOND, GEORGE 

Legacy Licensure Name gy^y^ 



| 2 - DOH Licen... \ 

Living 

INDIVIDUAL 

07/06/1951 
YES 



Comments: ADS CHG 5/6/04 JDH 



Contact 
Audit 

Public Cases 

Cont. Edu 

Documents 

Owned By/Key Mgmt 

Exams 

Experience 

Notes 

Schools 

Supervises 

SupervisedBy 

Legacy 

Librarian 

Application 

Other State License 



Physician And Surgeon License [update] [form letter] 

Credential Status 
Status Reason 
Amount Due 

Date Last Activity 
Last Updated by 
Certificate Sent Date 
Work Queue 



Credential # 
Legacy License # 
Application Date 
Effective Date 
Expiration Date 
First Issuance Date 
Last Date Of Contact 
CE Due Date 



MD.MD.00025487 
MD00025487 

05/27/2011 
07/06/2013 

05/17/1988 



07/06/2013 



ACTIVE (05/31/2011) 

ACTIVE 

$0.00 

5/31/2011 3:59:56 PM 
Johnson, Jeanine 
05/31/2011 
LEGACYDATA, DOH 



Comments: ADS CHG 5/6/04 JDH 



Audit 

Documents 
Workflow 
Key Mgmt 
Fees 
Notes 
Print Docs 
Comp. Audit 
Renewal 
Legacy 



Supervises 


User Defined License Data 


Legacy 


HIPDB | 


[update] 


Contact Name Credential Credential Definition 


Board Supervision Type 


Status 


YELENA 


PA.PA.1 0005208 PA-Physician Assistant 


■■COMMISSION Physician Assistant 


ACTIVE 


BRUKHIS 


License 






Sponsorship 




Najibullah Sayed PA.PA.1 0001 570 PA-Physician Assistant 


COMMISSION Physician Assistant 


ACTIVE 


Stoman 


License 






Sponsorship 
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Case - Search 



Page 1 of 1 



Case - Search [hide criteria] 
Case 

Year - Number 
Legacy Case 
Board 



Participant 

Name 

Credential Number 
SSN/FEIN 
Secretary Of State # 
Federal ID 
CLIA Number 
Search Options 



select one • 



G Hammond 



Respondent f~ Complainant IT] Participant 



Soundex fj Search Previous Names l~J Open results in new window 
f ' Search 



Case 




Department 



Status 



Respondent 

CLOSED HAMMOND, C^ARV DAN 

CLOSED HAMMONO/GLEN R 

CLOSED Hammoncl/Siraory Warren 

CLOSED Hammon/, Greg<^y Warren 

CLOSED Hammond, Gregory^V^arren 

CLOSED Hamrtfond, Gregory Wafran 



Complainant 



Opened Da 



1997 
1998 
2008 
2008 
2008 
2008 
~2u09 
2010 
2010 
2011 
2011 



1332 

74731 

127225 

127226 

127518 

127519 



13514T 
146659 
149674 
152805 
157169 



ETARY 
%ETARY 
ETARY 
[ARY 

EMISSION 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 



Case Intake 
ZLegacy 
Case Intake 
Case Intake 
Case Intake 
_C.ase Intake 



Case Management 
Case Management 
Case Management 
Records Retention 
Case Intake 



CLOSED HAMMOND, GEORGE STEVEN 

CLOSED HAMMOND, GEORGE STEVEN 

CLOSED HAMMOND, GEORGE STEVEN 

CLOSED HAMMOND, GEORGE STEVEN 

Intake HAMMOND, GEORGE STEVEN 



NONE 
NONE 




04/14/1997 
08/20/1998 
06/03/2008 
06/03/2008 
06/1 3/2008 
I 06/13/2008 
^3/23/2009-- 
06/10/2010 
09/20/2010 
01/12/2011 
06/09/201 1 



Showing 1 to 11 of 11 Results. 
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Complainant View for 20 1 1 - 1 5Z169 



I' 



Page 1 of 1 



Complainant View for 2011-157169 [back] 



3 - Identity - Whistleblower... 



fchanae arid res si 



3 - Identity - Whistleblower regarding health care provider... 



ID 

Contact Standing 
SSN/FEIN 
Public File 
Mailing List 
Contact Type 



924275 
Living 

YES 

ENFORCEMENT ENTRY 



Comments: 



Credentials 

Credential | Sub | License Type 

No Credentials on File 



| License Issue | Expiration Date | Status | Reason 



j. Update Contact . i . , Change Contact 



hnp://elicense/caseIssContactView.asp?initiatorContactldnt=924275&CaseIdnt= 172229 06/09/201 1 
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Case - Search 



Page 1 of 1 



Case - Search [hide criteria] 
Case 



Year - Number 
Legacy Case 
Board 

Participant 

Name 



[ 



r 



|- select one - 

ZZi-IZ 



r Respondent F" Complainant \ Participant 



Credential Number 
SSN/FEIN j _ J 

Secretary Of State ft |_ _j 

Federal ID | [ 

CLIA Number J _ j 

Search Options 



■L 



r Soundex l~j Search Previous Names I - ! Open results in new window 
i. ' Search 'I 



Case * 



Board 



\ Department 


Status 


Respondent 


1 * 


Case Intake 


CLOSED 


Panek, Timothy M 


Pane 


Case Intake 


CLOSED 


Panek, Timothy M 


Pant 


Case Management 


CLOSED 


ELLIS, PHYLLIS P. 


Pane 


^ESase Intake 


CLOSED 


Washington State Department of Corrections 


Pane 


Case Management 


CLOSED 


UNKNOWN, MEDICAL 


Pane 


Case Management 


Assessment 


Suiter, Elizabeth G 


Pane 


Case Intake 


Intake 


HAMMOND, GEORGE STEVEN 


Pane 



2009-138496 
2009-138497 
2011-153222 
2011-153351 
2011-155597 
2011-156876 
2011-157169 



COM MISS ION K%. 
COMMISSION fo<9W\ 
COMMISSION jJlV 
FACILITIES AND SERVICE 
COMM(SSIONl$r&? 
COMMISSION fjff£, 
COMMISSION 



Showing 1 to 7 of 7 Results. 
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Smith, James H (DOH) 



From: 

Sent: 

To: 

Subject: 



Smith, James H (DOH) 

Thursday, July 28, 2011 1:34 PM 

Lundv. Kathrvn R. (DOC); Lundy, Kathleen R. (DOC) 

FW: 3 - Identity - Whist... 



Ms. Lundy: 

Without identifying the complainant, the complaint in case tt 11-157169MD came from an inmate by mail, it was 
received on 6/2/11. Confidentiality rules prohibit the release of the complaint's identity (RCW 73.70.075). 



Thank you, 



James H. Smith, Chief Investigator 
Medical Quality Assurance Commission 



From: Creighton, Vicki I (DOH) 
Sent: Thursday, July 28, 2011 8:51 AM 
To: Lundy, Kathryn R. (DOC) 
Cc: Smith, Ja mes H (DOH) 

Subject: RE: \3- Identity -Whis... 



I am forwarding this to Chief Investigator Jim Smith for his response. His phone number is 360-236-2770. 



From: Lundy, Kathryn R. (DOC) 
Sent: Thursday, July 28, 2011 8:49 AM 
To: Creighton. Vicki I (DOH) 
Subject: 



3- Identity -Whi... 



Vicki, 



Dr. Hammond received the attached from DOH. We forwarded it to our AAGs for review and Torts is now handling it. 
They would like to know how DOH received the complaint. Do you hav e that inf ormation? Source states 
"Patient/Client/Resident". Did you receive it in the mail directly from Mr. 
« File: \3- identity... v HamiTiond.pdf » 



3 - Identity - ... ? 



Thank you, 



Kathryn Lundy, RHIT 

Health Services 
Department of Corrections 
PO Box 41123 
Olympia, WA 98504-1123 



Phone: 360-725-8859 
Fax: 360-586-9060 



1 
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Smith, James H (DOH) 



From: 

Sent: 

To: 

Cc: 

Subject: 



Creighton, Vicki I (DOH) 
Thursday, July 28, 2011 8:51 AM 
Lundy, Kathryn R. (DOC) 
Smith. James H (DOH) 

RE: 3 - Identity - Whistl... 



I am forwarding this to Chief Investigator Jim Smith for his response. His phone number is 360-236-2770. 



From: Lundy, Kathryn R. (DOC) 
Sent: Thursday, July 28, 2011 8:49 AM 
To: CreightockVickLI (DOH) 



Subject: 



Whistl... 



Vicki, 

Dr. Hammond received the attached from DOH. We forwarded it to our AAGs for review and Torts is now handling it. 
They would like to know how DOH received the complaint, Do you hav e that inf ormation? Source states 
"Patient/Client/Resident". Did you receive it in the mail directly from Mr. " 
« File: 



3 -identity-... j Hammond.pdf » 



3 - Identity - 



Thank you, 



1 1 \ ^ X 

Kathryn Lundy, RHIT M <j I y\> p fit 



V 



V ry 



Health Services ^ | I ^ U^' 

Department of Corrections 
PO Box 41123 
Olympia, WA 98504-1123 

Phone: 360-725-8859 
Fax: 360-586-9060 




l 
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UNITED STATES DISTRICT COURT 
EASTERN DISTRICT OF WASHINGTON 



3 - Identity - Whistleblower regard.. . 



) 



plaintiff 



) Medical Malpractice by 



v . 



) 



Healthcare Providers. 



G, Steyens Hammond, M.D. Chief ) 



Case No, 



Def endant(s ) 



) 



(Clerk's action required) 



Defendant's address 
Coyote Ridge Correction Center 
1301 North Epharata Ave., P.O. Box3769 
Connall, WA. 99326 

I, the undersigned complainant state the following is true 
and correct to the best of ray knowledge, and belief. On or about 
the 25th day of May, 2011, in county, in the District of 

Commell, defendant(s) , did — violate the Supreme Court ruling 
toht "deliberate indifference to serloua medical needs of prison- 
er's" is cruel and unusual punishment. Estelle v. Gamble, 429 
U.S. 97, 104 (1976). The complaint alleges facts taht state 
a Constitutional claim under this standard. 

"Prison officials are obligated under the Eighth Amendment 
to provide prisoners with adequate medical .care. This principle 
applies regardless of whether the medical care is provided by 
the governmental employee's or by private medical staff under 
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contract with the government*" 

Deliberate indifference to serious medical needs of pri- 
soner constitute the 'unnecessary and wanton infliction of 
pain' proscribed by the Eighth Amendment . Informal tonal and 
belief that the Healthcare providers knew of and disregarded 
a substantial rigk of serious harm to the plaintff's health, 

(Track' Statutory Language' of Offense). 

In violation of Title 18 United States Code, section VIII, 
I further state that I am a(n) complainant and that this com- 
plaint if based on the following facts: 

The laws have long accepted that prison must provide for 
your medical care. Spicer v. Williams, 191 N.C. 487, 132 3.E. 
291, 293 (1926). It is but jsut that the public be required 

It is but just that the public be' required to care for 
the prisoner, who cannot, by reason of the deprivation of his 
libery, care for himself. 

In the landmark of Estalle v. Gamble, the Untied States 
Supreme Court concluded that medical care is a condition of 
confinement that is protected by the Eighth Amendment guarantee 
against cruel and unusual punishment. 429 U.S. 97, 97 S.Ct. 
283, 30n L.Ed. 2d 251 (1976). The "Supreme Court lspeclf lcally 
held that medical care is a condition of confinement that is 
protected by tho Eighth Amendment held* that "deliberate indiffer^* 

ence" to serious medical needs of prisoners constitute the 
unnecessary and wanton infliction of pain" which the Eighth 

page 2 
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Amendment must prohibit. Id. at 104 (citing Gregg v. George, 
428 U.S. 153, 167-173 (1976), The plaintiff is impaired with 
a vision of catarcact and glaucoma manifestation on the left 
eye and infected scotoma and floaters oh the right eye after 
a cataract surgery. He has a vision on, the right clouded with 
the scotoma and floaters making, if difficult to see at times. 
He cannot see out of his left eye due to the cataract impaired 
vision. 1 

I submitted a Healthcare Kite, to G, Stevens Hammond, PH 
. M, D , M.H.A, chief medical officer of Health Services on 05/10/ 
2011, which was complied and answered to by Else E. Suiter, 
M,D, in denial, when she responded by telling me to pay for 
the eye operation myself. She is not a opthalmologiet and does 
not work inthe area of opthalmology , but a regular, medical physi- 
cian to make any predictions and dictate what I should or shold 
not do. 

Defendant Prison Medical provider have a policy of restrain- 
ing if not outright denying, follow-up ordered by a doctor 
when such cost are expensive. 

The Prison Medical Provider (PMR) dismissed a particular 
prisoner's complaint of serious medical needs on the grounds 
that the seriousness of his problem was not "serious to lay 
peson" stating that I could see clearly 25 feet as a personal 
parti prie and that they provided ■ no expert testimony about 
seriousness of inmates conditions. 
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The defendant's argue that the inmate's medical problem 
is not serious because it can be corrected with a monocle or 
spectable, the plaintiff's medical condition is a manifestation 
by the glaucoma, a disease of tlie eye marr&d by increased pres- 
sure within the eye ball that can result in damage to the disk 
and gradual loss of vision, while a cataract in the clouding 
of the lens of the eye or its surrounding transparent membrance 
that obstructs the passage of light, as a cataractious conditions 

They made no effort to correct the monocle or spectacle 
for a proper vision using these spectacles and had forcused 
entirely on the measurements of the circumference of the pupil 
and nothing else , albeit I have enquired about the eye glasses 
proper focus which was ignored with an act of callousness by 
the pro-claimed opthalrnologist (Jane \) e)^fi^e^ 3\ <7[ &are&n ((?&)• 

Whenever', I enquired about this she got obnoxious with 
me when I said, "this is getting tiresome and nothing else ia 
being done under a promise to lance the glaucoma and clean the 
scotoma and floaters aa they 3aid In their last visit 7 months 
ago, back in Movember, 2010 and had reneged on that statement 

This psuedo-eye doctor made a threatened statement by tell- 
ing a;e that I had refused to take any medical care and taht 
I can go ahead and go blinded and that she is to tell the doctor 
G.Stevens Hammond to stop my eye drops and suspend my treatment 
for me ! 1 

page 1 . 9 
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A physician-patient relationship arise? when a doctor under- 
takes to render medical services in response to an express 
or implied requests for services by the patient or by the pat- 
ients' guardian. A doctor is not required to accept every 
patient. Once the physician-patient relatinoship exists, how- 
ever, the doctor cannot withdraw at will. Normally, a doctor 
does not warrant or promise a particular cure or other result.' 

If a warrant or promise is given the patient has a breach- 
of-warranty or broach-of-con tract action against the doctor 
if the result or cure is not produced. 

Although, doctors are understandably reluctant to give 
express guarantees, they sometimes use language to their pat- 
ients that a court will interpret as a guarantee, Such langu- 
age could be interpretted as a promise to cure. If the patient 
la not cured, a breach of contract action may be successful 
against the doctor even if the doctor was not negligent in per- 
goriuing the operation ) 

Doctors can commit a battery if they make physical contact 
with a part of the patient's body without consent or beyond 
the consented provided by the patient. Most cases, however, 
are decided under a negligence theory, 

Now much information on the benefit and risk of a proposed 
treatment must a doctor provide a patient? A doctor must dis- 
close information on the risks and benefits of a proposed treat- 
page 5 
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raent that a reasonable patient with the patient's condition 
would wish to know. ' ■ '■ 

Medical malpractice is often one of the major areas of 
a tort practice. It consists of professional misconduct or 
wrongdoing by medical prac ti tioner a such as doctors. 

A disciplinary proceeding, as an action brought to reprimand 
, suspend, or expel a licensed professional or other persons 
from a- professions or other groups because of unprofessional, 
unethical, improper, or illegal conduct. Because the actions 
of the action of this opthalraologist Fahey Maureen 3. (OD),is 
that is who it is then it's an unprofessional act and violates 
a mandatory regulation stating the minimum level of professional 
conduct that a professional must sustain to avoid being subject 
to disciplinary action. 

To the best of my Icnowlege this is baaed on facts and I 
am suf fereinjj painful ideals from not being able to see due 
to the manifested lens. 

Dated 05/26/2011. Pp anprtfullv .qidimi t t-.fttl . 



3 - Identity - Whistleblower regarding health care provider - RCW 42.56.5.. 
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Case View Screen 



Page 1 of 2 



■ - 1 v 



Case View Screen [update) 



Case 
Status 



2011-157169 (PUBLIC) 
CLOSED 



Respondent ID 446352 

Respondent GEORGE STEVEN HAMMOND 
Credential MD.MD.00025467 



TUT 



Complainant ID 924 275 

Complainant | 3 -Identity- Whistlebl... | 



Date Created 06/09/201 1 

Date Received 06/09/2011 

Receiving Boa'r'd C : ! OCOMMISSfON 

Receiving Profession Physician And Surgeon License 

Receiving Department Case In lake 

Received By Vicki i Creighton 

Alleged Issuea 

" Patient Care 

Case Nature 

Standard of Care/Services 



Audit 

Entry Item: 
Document: 
Notes 
Master Cat 
Participan 
Add Masle 
Timeline I- 



Commonts: 06-15-201 1 CLOSED B"M 1 

• Priority History 

. • Other Participants 

• Resolution 

• HIPDB Reports 

• Action Items 



Priority History [addl 



Date Priority Priority Reason 


Decision Maker 


Decision Date Comment COR 


U 


Other Participants [add] 








No additional participants found 








Resolution [update] 








Department: Case Management 

Worker: Vicki 1 Creighton 
Date Closed: 06/15/2011 


Found Issues 
None. 
Resolution 

BT - No violation ai the time the event occurred 



Resolution Notes: 

Current HIPDB Reports 
Type 

No HIPDB Reports found for this credential. 



Submission Date 



Status DCN Case I 



Action Items [add] [add group] 



Type 



Assigned To 



Activity Due Effective Completed s? 1 ^ Created 



Ch ange Case Managemenl, Creighton, Vicki I 
Status to Closed 

Target: GEORGE STEVEN HAMMOND, MD.MD.00025467 
Case Status: Status Changed To: CLOSED 
Action Info: Resolution Recorded? Yes 



06/15/2011 06/15/2011 



06/20/2011 Creighton, 



|5fr Forward for Case Management, Creighton, Vicki 
Closure 

Target: 
Action Info: 
Comments: 



06/15/2011 06/15/2011 



06/20/2011 Creighton, 



GEORGE STEVEN HAMMOND. MD.MD.00025467 
Resolution Recorded? Yes 
06-20-201 1 BT LETTERS MAILED 



Pfr Present for 
Assessment 

Target: 
Case Status: 
Action Info: 



Case Management, Creighton. Vicki I 
GEORGE STEVEN HAMMOND, MD.MD.00025467 



06/09/2011 06/15/2011 



06/15/2011 Creighton, 



Status Changed To: 
Decision Date 
CMT Decision Maker 1 
CMT Decision Maker 2 
CMT Decision Maker 3 
CMT Decision Maker 4 
CMT Decision Maker 5 
CMT Decision Maker 6 
CMT Decision Maker 7 
CMT Decision Maker 6 
CMT Decision Maker 9 
CMT Decision Maker 10 



Assessment 
05/15/2011 
Brantner Richard 
Harder Ellen 
Elders Theresa 
Caille Karen 
Heye George 
Newman Dani 
Smith Jim 
Creighton Vicki 
Jansen Maryella 
Berg Larry 




Intake Cass Intake, Creighton, Vicki I ; 
Target: GEORGE STEVEN HAMMOND ■ -' 

Warning: Warning Type: CASE PENDING 



.06/09/2011 06/09/2011 



06/09/2011 Creighton, 



http://elieense/caseView.asp?CaseIdnt= 172229 



06/21/2011 
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Case View Screen 



Page 2 of 2 



Warning Effective Dale: 06/09/2011 
Suppress License Print NO 
Case Status: Slatus Changed To: Intake 
Action Info: Complaint Source Patient/Client/Resident 
Possible Imminent N 
Danger? 



http://elicense/caseView.asp?CaseIdnt=172229 06/21/201 : 
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NOTICE 



WAC 246-15-030, procedures for filing, investigation, and 
resolution of whistleblower complaints. 

(1)(b) Instructs that staff will affix a permanent cover to 
the letter of complaint or other form of notice in the complaint 
file, noting the statutory citation concerning protecting the 
identity of the complainant. 

(3)(c) Ensure upon case closure, that the permanent 
cover affixed in subsection (1)(c) of this section will remain. 



RCW 43.70 provides that the identity of a whistleblower who 
complains in good faith to the Department of health about 
the improper quality of care by a health care provider as 
defined in RCW 43.72.01 shall remain confidential . 

Pursuant to the above RCW and WAC it is 
staff's duty to see that the complainant's name 
or any information which may identify the 
complainant is not disclosed. 

NOTICE 
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STATE OF WASHINGTON 

DEPARTMENT OF HEALTH 

MEDICAL QUALITY ASSURANCE COMMISSION 
PO Box 47866, Olympia, WA ,98504-7866 



June 17, 2011 



3 - Identity - Whistleblower regarding health care p. . 



COPY 



RE: George Steven Hammond, MD 

Case No.: 2011-157169MD; Credential No.: MD00025487 



Dear Mr. 3 -identity-... 



Thank you for your recent letter in whichyou expressed concerns regarding an allegation of 
unprofessional conduct. 

A panel of the.Medical Quality Assurance Commission reviewed the issues raised in your report and 
determined they do not meet the criteria established for cases which are to be investigated. As a result, 
this case has been closed. 

Dr. Hammond will also be advised as required by law that this report has been closed. However, your 
identity will not be revealed. 

Thank you for bringing your concerns to^he attention of the Medical Quality Assurance Commission. If 
you have any questions, please call me at (360)236-2770 or contact me by email at 
iim.smith@doh.wa.gov . 

Sincerely, 



JAMES H. SMITH, Chief Investigator 

Department of Health 

Medical Quality Assurance Commission 

PO Box 47866 

Olympia, WA 98504-7866 



.... 
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STATE OF WASHINGTON 

DEPARTMENT OF HEALTH 

MEDICAL QUALITY ASSURANCE COMMISSION 
PO Box 47H66, Olympia, WA 9U504-7H66 

June 17, 2011 

George Steven Hammond, MD 

1 - DON Licensee Health Profe... 



RE: George Steven Hammond, MD 

Case No.: 2011-157169MD; Credential No. MD00025487 

Dear Dr. Hammond: 

The Medical Quality Assurance Commission received a report alleging unprofessional conduct. A panel 
of the Commission reviewed the report and determined that it did not meet the criteria established for 
cases which are to be investigated. Therefore, this case has been closed. 

You have the right to request any information contained in the file. However, please note 
that the state whistleblower law, RCW 43.70.075, prohibits disclosure of the complainant's 
identity in cases where a whistleblower waiver has not been obtained. Consequently, any 
information you might obtain through a public disclosure request would not contain specific 
details of the complaint. If you would like a summary of the case or other materials in the 
file, please submit a written request for a copy to the Department of Health, Public Disclosure 
& Records Center, PO Box 47865, Olympia, WA 98504-7865 or fax to (360)586-2171. 

Because the report file was closed without an investigation, the existence of this report is not releasable 
through the automated voice response system or in response to telephone inquiries. However, the 
report is subject to written public disclosure requests (RCW 18.130.0-95 and RCW 42.17). Even though 
this case has been closed, you have the right to voluntarily submit a written statement which will 
become part of the file and will be provided in response to any public disclosure request. 

If you have any questions, please call me at (360)236-2770, or contact me by email at 
iim.smith@doh.wa.gov . 

Sincerely, 



COPY 



JAMES H. SMITH, Chief Investigator 

Department of Health 

Medical Quality Assurance Commission 

PO Box 47866 

Olympia, WA 98504-7866 
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UNIYSD STATES DISTRICT C033I 
EASTERN DISTRICT 0? WASHINGTON 



•Ml 02 Ma 



3 - Identity - Whistleblower regarding ... j 

plalruiif ) Medical '-la I j>r net lea by 

v. . ) nealthcarss Providers., 

U. Stavynts HuaittOLVj , i-i.D. (;;:ief ) Case /.'o. 

Op6aaiio2/6s"lofef» Jane Doe ) 

Defendants) ) (Clerk's action required) 

Bei'enuaar.' a adclreas RECEIVED 

Coyoto Uidue Correction Center J(JN 07 ?f) 1 1 

A 30 1 Sorth Spliariita Avo., P.O. ljn*376tf DEPARTMENT OF HEALTH 

MEDICAL COMMISSION 

I t tho und^ra lynorf complainant ,'it.ate the following Ui tree 
correct f.o t;i«e V.-eat of know lodge cnti belief. On yr about 
the 25th Qp.y of Hay, 2011, In county, in the Oigr.rtcs o£ 

CosgioH, tfc fondant ( a) . did — violate the Supr«;rsio Courr ruling 
taWt "Ooli&erste inal C£<= renco Co fieri our. "n-nlicai iiee;Iu of priso.'i- 
or's" in cruel soc! unusual ?un ishr:on c . Gnte.llo v. Ua*nbl<y, 42S> 
U.S. 97, 104 (1970). The coroplsttit; allot'.*i-> facts caht dtato 
v?; ConiiCltiiL Lonnl ctsitm undoc t:»is sjtandnrd . 

"Prison oJCtcluln are obllfiftteii urn'iys- Che £i f-.iif: h Aaandnjorji; 
to provlck« priaouer?; with aiiequote rafjUicnl care. Xhia principle 
applied rejj''«r<Sl«3(3 of whether thfc radical caro i :? 7trov:i.;Jnd 1;? 
the sovcrnneucol employee's or by private medical staff un4ur 

pa 30 1 
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tun n3n^33Buos GrjutiosT-itS jo eposu leofpoa eno-jjas 0-4 „v3us» 

G\ ;<?L;3 3UPRC-Uf .HSC: 1 ! JO t?0* 3 ^p'-JO:? V S~ CJf? fRvipSP PT 3 ^ 

ftl~"TJl"=ort57 sano^ arenjflr^ bijj. '(QiCI) TCZ P? 'PIT! °GS "CfiS 
70 !.-r>]:;-» ij 1:0:1 ~ st o.:t.'D jo^^r.nm 3.0153 pnprr-j suco 1 jnoj otaadng 

pc-JTn'>5.j 3tj 3i[ijr.(i oi(3 -juija aiitfj: art 3 «;■{; 37 •(9£'.">t) ££r *X$Z 
EU '£5V tfcl •CTveinift jo:>t4c •0.103 terpens AnoA 

-r.:c: cp;:} :cii3i pot." ncniTTSTrtrnos (v*) u C?FJ I 0303 s j^tn.mj x 

'HIA o^iaaAP '^fiO'j S!S3»3«~ po*THfl 31' *>\ni 50 nofsnig^A ui 

* ijifirtcu; s^T^rjaTfii-fl ?u; os $■'!': 7 ,: oft jo scjt.t T7?7ru:t?:;eqnf? c 

popJJBSaj!?!'? v ,li(? j° r. jop f.;if>.¥.1 t*.7 or*;** 7 (fa;} oqa :iF>ip jcyjfjq 

jo uoiiijijui oovirv-. i .s e it it n ( 0'.;3 (ompcuoD jsiioo 

-Y-»<? j'> CySO\> 1 VOJTsQW. ¥iX\T}-t.i*9 O.J !> O'J CM C? V J 1 plf y CJ3C.TOIJT1 3{J 
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AoenOfliQTit sust prohibit. Id. at iOA (citinc Crass v. OootQQ, 
428 U.S. 155, 267-173 (1076). '^3 plfiiatiif \a impaired with 
a vie:ton of cstarcacc on 'J s.liiticotfa manifestation on the left 
070 and infactad sco^oibhj and Clo^ter,? on the; riji-'»t sya aff.er 
o cataract surgery* fa baa «J vision an ch.-a ri^ht clouded with 
the scotoma anti t'loater3 isa'das if difficult ':o sou at tiraao. 
Me canrjot see out o£ Mr. l/s£t aye dye to the cataract Injyairod' 
vision. 

I yubci t Led" a Healthc-ore tlte to C. Stsvsna Homond , £'■!<. 
. -1.2. H.ii.A. cfcief sedical officer of: tieaJr.h Sorvtcus on 013/10/ 
20il, which was r.oa>;vI tijd e E^ti ansiiereu to by Eiac ;•! . Suiter, 
M«. f ), i» denial, vhQ-.\ abe "asconrieil &y Collins ne to jay for 
Ehe .:-ye operation ^ysolj? . .The in net' a Of;th<i laclc-siyf. <iosy 
not work inthe area of optha l.jnolo^ 7 e but u regular swiiAcisl. yhyai- 

cton to mal:a fsny yryH.ctioiis and dictate what I should or shoio 
hoc do. 

Defendant Prison -Jtfc?. ic-i 1 provid-ar have a policy of, restrain- 
ing if not au tr lytic donylng, £ollov-ii;s ordcr«>l by a doctor 
whao cue ft cost are srt paosivo. 

The Prison Hsdical ?rovidor <P13) disci is nod a parti.cul-.sir 
prisoner's; complaint of serious nodical ..needs on the sjro'inda 
that tha tJ^rionaaGsc of his problcs nan no«: "&*rioue to lay 
pooon" otatinjj thot I could so© clearly 25 foot aa a personal 
pfirti pria and that tiioy provided no expert tofifcisiojiy about 
sorlouunosa of inssntoo conditions. 
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TtiQ iiofcndsnt's argue choc the innate* & <Bt?d:f Crfi prof?lee? 
in not sorloba because it can be corrected with a aonoclc or 
apactablc, the* plaintiff *s fjocilcal condition is a. -son! testation 
by die glnucoao, a dtss.assc of f,h<s eye narred hy increased pres- 
sure within the eye bail that can rusult in dosage to fcha disk 
and gradual loss of vi.-Jion. while a citaracc In the clouding 
of the lens of the eye or Its surrounding transparent cicmfcrancc 
that 'obstructs the passage of light, 93 a cataract Ions conditions 

They ojado no effort to correct tho oonocie or spectacle 
£oT 'a proper vision usin^ these spectacles and had forcusod 
uuti.rely on the boh aura/neat, a of the c 1 rcuuf crenca of the pupil 
and nothing else , olDeii: T hnve enquired about the aya glasaofi 
proper focus which waa ignored with an act oC callousness by 
the pro-cla.lood opthalttolonist Jena Uoe. 

Whenever, 1 enquired about thly she got obnor.ioila with 
(at) when X aniii, "this Is getting tirosoDO and nothing also Is 
being done uitdar a premise to lance the ftlauccoo and clean the 
ocotona a;id floaters an chey <-ioid in their last vlylt 7 nonchn 
ago, buck in Movorabcr, 2010 and had reneged or: that st&teciont 

This psuedo-ejre doctor soda a threatened s tat octant by toll- 
ing Ktj that 1 had refused to take any aodical core and taht 
I con go iihesd and fjo blinded and th.ac ohe is to tell the doctor 
G. Stevens iiara&iond co stop '.37 eye> dropa and append ay treatment 
£or «<?! ( 

page 3 
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A p?v/£i Ician-pa t ien t re lrttlonsh t g ariaer when ci doctor uadar- 
takco to render medical services in response to an express 
or in^Hed requests for services tiy r.Ii« patlsnt or by tiie pat- 
ients* &ucr<f Lan • A doctor i<3 not reouirod to accept cvnry 
patient. Onco the phy s 1 c i on-pat i e;it relotinosbip exists, how- 
ever, tho doctor C'tnnot withdraw at will* Normally, a doctor 
does not warrant or promise a particular cure or other result. 

If a warrant or promise Is givon the patient fiaa a broach- 
of-warranty or braac!i-of-contruce action against tho <ioctor 
if tho result or cure la not produced. 

Although, doctorG are undorstandabl j reluctant co £lve 
eapreas guu ranccoa, they sometimes use language to their jiat- 
ieiito Chat y court will interpret oa a guarantee. Such lnnsu- 
ago could be inter yriittod 03 a proatsu to cure. If; the patient 
is not cured, a breach of contract action may tie auccogsful 
against tho doctor even If the doctor won not negligent in por- 
SOatiirtg the ope rot ion . 

Ooctoro con comcit battery if tbtiy rcfike physical contact 
with a part of the patient's body without consent or beyond 
r.titi consented provided by the ysctent. ?>oct esses, bouovor, 
ore decided under n negligence theory. 

Now iritscf; information on the benefit end ri.sk of a proposed 
tredtiaont wuyt a doctor provide a patient? A doctor ttuat. dis- 
close infornatior. on tho ri.^ka and benefits of o proposed creac- 

pagQ 5 
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nont that a r^ar.onuble patient with r.!\o aatiant's condition 
would wish to know. 

Medical taalprsct ic« is often one of tho aajor ;:reafl of 
a tort practice, it consists of professional uisconduct or 
wrongdoing by uedical practitioners ouch aa doctoro, 

A diaclpl inury procwoditiB as on action brought to reurisaond 
, suspend, or ozpcl a ltcent3«d professional or other perc-on? 
froa a professions or other groups bocauso of unprofessional, 
unethical, improper, or illegal conduct. Because the actions 
of tho action of this optiialrao lofilst Faiicy Mauruen S. (OD),ia 
that is wlio it i;) then it's an unproCeynional act ond violates 
a mandatory regulation stating the ratni.nuia level of professional 
conduct that o professional must sustain to avoid being subject 
to disciplinary actio:;. 

To tho best oZ cay kriowlegc thin is based on facts and I 
aa aufforoiny painful ideals froa act betas able to sae duo 
to too inasiif esced lena. 



Dnted 05/20/2011. 



Resoartf nil? fluljHltted. 



3 - Identity - Whistleblower regarding health care provider - RCW 42.56.510, . 
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3 - Identity - Whistleblower regarding health care provider - RCW 42.56.510, RCW 43.70.075 



31 MAY'.30il PM 3/ I. 



USA 

FIRST-CLASS 



FOREVER 



This was mailed by an inmate 
Confined auvva^-naton State 

Do-iPinniem C Go'retfions 
Oont*..ut may oe uncensorea 



c jB^Ci'4'£ ,--£ici4 J J ■ J ■ ilu I ii ti)i Hi 1 1 Ji i II 1 1 i/JiiJn IK tJiillilnf 
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/W\ SUSTAINABLE 
]figf FORESTRY 
^ INITIATIVE 

Certified Fiber Sourcing 



this 
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